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[Abstract:] Repairs suggested. 


Mint of the United States at Philadelphia, Pa., 
Machine Shop, 

Superintendent’s Office, 

June 19, 1883 


Hon. A. Loudon Snowden 
Superintendent 


Sir: 

I respectfully request, that in view of the small force of machinists now employed, and 
the necessity of having all repairs completed, so as to be in readiness for the commencement of 
operations, at the beginning of the year; that the following repairs be made by some one not 
connected with the Institution, viz. The refitting of driving shaft, and bushing of loose pully on 
the north Draw Bench. 

Repairs to Gold, Silver, and Copper Topping Machines. 

Repairs, to Lathe used in making Coin Collars. 


The making, and setting of oil pans under Hoisting Machine, in the loft. 


There may be still some repairs requiring the use of power, of which I shall advise you, at 
the earliest opportunity. 


Very Respectfully, 
Saml. James 
Foreman 


